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First-Aid: Hemorrhage (Gunshot, Knife, Etc.) 

May 14, 2019 | HEALTH, PARAMEDICAL 


Silicone adhesive (3mm thick). Lethal wounds. 6" x 6" (Bullet). 12" x 4" (Incisional). Buys 
one 3 hours to get to a hospital - (otherwise internal bleeding risk > external bleeding risk). 

[Courtesy/Credit: School Shooting Victims; Samuel Shem - "House of God"; Fuel - 
"Hemorrhage (In My Hands)] 
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